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INSTALL USING PERMATEX/ZLUCK TITE THREAD LOCKER (REDD 
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2 D 6/24/202 ee tell mire ae SPECIFICIED UN -10 BLUCK AD MH ‘AD 
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2] [MSele09-F 4-20 174-28 HELICAL CUIL, UR EQUIV. 
21 [NAS1149F0463P WASHER 
21 |AN4H-7A BOLT 
2 MS25036-157 TERMINAL 
7.25 IN, WMBD232 378-INCH GROUND STRAP, TINNED CUPPER 
1 |[C208ELP-ee220-11 OCK 
1 |{Ced0s8ELP-22eec0-1 LOCK 
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DRILL DEPTH DRILL 90.257 
C’BURE 40.563 X 0.400 DEEP 
(TYP 4 PLCS) 


3.930 
3.75 4¢CREF 


DRILL & TAP FOR Y,-28UNF 
HELICAL COIL (MS21209-F 4-20) 
INSERT PER.MSS5537 


1 aESSURE USE 
| (MEASURE USING 0.1500 ROD)| 
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MAT’L: 6061-T6511 AL PER QQ-A-200/8 
STOCK: 1 X 6 RECTANGLE 
FINISH: ANODIZE BLACK PER MIL—A-—8625F TYPE Ill 
(0.001 NOM THICK), CLASS 2 UNSEALED 
SURFACE FINISH/125/% MAX., MACHINED |SURFACES. 
WEIGHT: 1.66 LBS 


BREAK ALL SHARP EDGES 


0.470 
CREF.) 


FULL R 
(TYP 4X) 


0.375 (TYP) 
(TO SLOT CTR) 


ait BLUCK 


MAT’L: 6061-T6511 AL 
PER QQ-A-200/8 /3\ 
Stock: ’%’ X 1 RECTANGLE 
FINISH: ANODIZE BLACK PER 
MIL-A—8625F TYPE Ill 
(0.001 NOM THICk), 

CLASS 2 UNSEALED 
SURFACE FINISH [L297 MAX, 

MACHINED SURFACES 

WEIGHT: Oe EBS 
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